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Message Text 

UNCLASSIFIED 

PAGE 01 IBADAN 00017 101354Z 
ACTION COME-OO 

INFO OCT-01 AF-08 ISO-OO EB-07 /016W 

101355Z 123194/53 

R 101342Z JAN 77 
FM AMCONSUL IBADAN 
TO SECSTATE WASHDC 2326 
INFO AMEMBASSY LAGOS 

UNCLAS IBADAN 0017 

E.O. 11652: N/A 
TAGS: BENC, NI 

SUB J : MAJOR PROJECT: IBADAN SEWERAGE SYSTEM, MODERN 
CONTINENTAL CONSTRUCTION CO. INC. 

REF: STATE 002535 

WE HAVE LEARNED THAT MODERN CONTINENTAL CONSTRUCTION 
CO. INC. WAS NOT SELECTED FOR IBADAN SEWERAGE SYSTEM. 

MR. S.A. SULU, GENERAL MANAGER, IBADAN WASTE DISPOSAL 
BOARD, WHO GAVE THIS INFORMATION, SAID THE CONTRACT 
WAS GIVEN TO THE NIGERIAN WATER RESOURCES DEVELOPMENT 
LTD., AN ISRAELI FIRM WHICH IS JOINT PARTNERSHIP 
WITH THE STATE GOVERNMENT, REGISTERED IN NIGERIA. 

WORK ON THE PROJECT HAS NOT YET BEGUN BUT THE 
CONTRACT AGREEMENT IS EXPECTED TO BE SIGNED SHORTLY. 

HOYT 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 10-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977IBADAN00017 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770008-1092 
Format: TEL 
From: IBADAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 67/aaaacgsj. tel 

Line Count: 40 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b5f8b6db-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 2535 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3634483 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: IBADAN SEWERAGE SYSTEM, MODERN CONTINENTAL CONSTRUCTION CO. INC. 
TAGS: BENC, Nl 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b5f8b6db-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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